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NO. 6020 

HEATER SWITCH DISPLAY ASSORTMENT 


With Ten New Type Switches 
Mounted on Colorful Display Stand 

8 Illuminated Universal Type Switches 
2 Non-Illuminated " " " 

(See Page 2 for detailed information on switches.) 

LIST $7.00 

DEALER NET $3.95 

(18810 PD 7-36) (OVER) (Printed m U.S.A.) 

A,8S,8P,8K,10S,10P,10K,31,32,38,50,70 U.S. only 



POPULAR HEATER SWITCHES 



6021 


6022 


6076 




Switch List 

Number Description Price 

6021 Illuminated knob, variable speed 

1937 Harrison type with clamp-on bracket -------- $0.75 

6021- A Same as No. 6021, less bracket -------------- .65 

6022 Non-Illuminated, variable speed 

1937 Harrison type with clamp-on bracket -------- .50 

6022- A Same as No. 6022, less bracket -------------- .40 

6076 Clamp-on bracket for above switches ----------- .10 


Following Switches Illustrated on Page 14, Guide Universal Catalog No. 805 


6057 Two speed toggle type--clamp-on 

with chrome face plate ----------------- .60 

6061 Two speed toggle type—through dash ----------- .45 

6067-A Non-Illuminated, variable speed--clamp-on 

or through dash- -------------------- .50 

6073 Illuminated "Ivory" knob, variable speed 

clamp-on or through dash ---------------- .75 

6074 Illuminated through top of knob sleeve, 

variable speed, 1936 G.M. Standard— 

through dash mounting ----------------- .65 


(18810 PD 7-36) 


(Printed in U.S.A.) 















